SCENIC ART SERIES, B. S. REYNOLDS CO., WASHINGTON, 


Light Horse Harry Lee was a Revolutionary O 
hero and the father of Robert Edward Lee. £ 
The house was built in 1776 and still stands. 
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A-191 Home of "Light Horse Harry " Lee, Alexandria, Va. 


OB-H598 










